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Efficient  Tuberculin  Testing 
Demands  Good  Techniqu 
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Select  site,  cleanse  area, 
note  abnormalities, 

make  injection  with  minimum 
tissue  disturbance. 

Lifting  needle  slightly  during 
insertion  will  reveal  needle 
outline.  This  avoids 
subcutaneous  injections. 


Vulvar  injections  should  be 
midway  between  upper  and 
lower  commissures  at  mucosal, 
j unction. 
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